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2,40 (b) (S) 

ATTEMDIMG WETERINAFKAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITORSL 

In enclosure #5&, an adult lemale liger, " Zara”, was noted to haye an area approximately 2 inches from me end ol 
her tail! iFiai had lost ftie hair and was redrdenEd with dried blood. The area was appraximalely 3 inches loog and 
appeared to er^clnda the tall surface. No one at the Faollty had noled this animal's cor^dibon and no communication 
with a veterinarian had been made al the lime of Ihis inspection, 

In encicsure #44-45. one of the two Juvenile t»gers (Baxter or Mavenckj was noted to have patchy hair loss covering 
at least 50 % of hig right side Inom the neck to hip and lbs skin apsieared to be thickened where the hair was migging, 
No one at Ihe lacilliy had noted Ihis enimal's condition and no communioolion wilh o veterinarian Ftad been made at 
the lime of this i nspeclion . 

Daily observation ol animals musi be done to ansura lhat problams of anirttal health, behavior, arvi well-being may be 
rdenfifietJ and conveyed in a limely and accurate manner to tee attending veterinarian, 

These animals’ condiljorvs sTioold be evaluated by a vetennarlani with appropnata diagnosis and troatmeni 
documented by 3i'5!.^0l4, 

3.125 (a) REPEAT 

FACILITIES. GENERAL 

The veterinary hoepital mdtjor enclosure housing 2 lion cubs, Athena arxJ Zeus, had exposed eleclrica) wires within 
reach gf the cubs on the east well. The west vrell had the vinyl coaled surface torn which exposed the dry wall end 
liberboard outer wall. This wall Is In disrepair and cannot bo adoguailely claanod and sanlllzed. Both of ihose areas 
in this enckKune pose a risk to the health of mese animals. 

Enclosure #52 housing a blnturong, Chf>, had exposed wires wllhin reach of the animal from the baseboard healer 
on the west wall, There was also an accumulalion of pink, liberglass insulation material on the floor below this 
healer. Both the wires and insulation pose a risk o1 injury to the animal if chewed or ingasted. 

Encitwpre housing 2 juvenile black bears, hglly and Lglli, gnd 1 juvenile brown beer. Muggy, bad o large 
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hole fapproKimaiely 7>i(ie bry 6"^ high) at the bottom comef of ttie west wail ol the wooden shelter stnictune, posing a 
risk P'1 injury should p limb or head get stupk pf if |hay ingpsf splinters of llip broken wood. 

Rnclosure #57 Imising an adult female tiger, Stripes, had large gaps (at least S inches) on both sides ot the keeper 
gale due lb the giata being aakew an its hinges, poaing a risk of injury br pbeaibla abbape. 

Enclosure hpusirig 3 adkJit tigers, Eva, Juanita, and Natasha, had a c*ticken leg dangling from a loose strand of 
barbed wirs n&ar Ihe top ol Lh& arycktsurs lancing. Tba icbse barbed wine pdse^ a riek bl injury to the enimals and Ihe 
food item danglir»g may encourage the tigers to leap tor the food, posing a risk of injury or escape. 

Enclosure #47 housing Z adult Ligars, Elijah and Jazetiek had an araa ol Lha chain link anclosura fencing that was 
urtsecuined near the support post lor a pass-through shift area on the west side, posing a risk ot injury or escape. 

Enclosure # Z3 housing Z adult tigers, Tult and Neferliti, the doorfraone around the den {shelter) has chewed and 
ripped wood leaving esposed nail heads which could cause an linjury lo Ihe animals and is not in goed repair, 

Enclosure # 1 1 housing Z adult ttgers, Charlie and Chairisaw, the doorframe around the den {shelter) has chawed 
and ripped wood and the chain link fencing on the east surface ol the den ig pulled and ungeoured which oould cause 
an injury to lha animals and is ncL in good repair. 

Enolpisure # 24 housing 3 tigers, Shenandoah, Aphrodite, and Harigy, the chgin link fencing on the west side 0l the 
an^losura adjacent io lha dan is pulled and unsacursd which could causa an injury to the animals and is not In good 
repair 

Encloeuro # bS housing 3 tlgars, Phoaba. Reyna, and Tom. the chain link lancing on lha south sida of lha dan is 
pulled and unsecured leaving a wood screw exposed which could cause an injury to the animals and is not in good 
repair. 

Enclosure #1 3 housing 3 ackJll tigers, Seth, Tabiihg, and Gabrielie, has several eaposed nails prolnjding from ihe 
hbllom bl Lha slavalad resting pisiFarm ihsi could -tssusa injury to the animals. 

Enclosure 1 housing an adult black leopard, Sinbad, the elevarted resting plaiorm has 2 of 4 posts that are 
sxc&ssivaiy shrdddsd and dhawad to a point that tha sfruclural sfranglh to support lha camani struclura is al risk and 
may pose a risk of mjury to Ihis animal if they should fail 

Enclosure #55 housing 1 adull mala llgar. Tiger, had a ktosa strand ol Oarbod wira dangling mlo lha anclosure from 
the lop ot the north gide of the enclosure lencing, posing a hgk of injury to this animal, 
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Enclosure #5 housing I aduft lemaie- leopard, Jade, had nails protruding from the bottom surface of the elevated 
wooden resting ploHorm, posing a risk el injury to ttie animpl. 

Enclosure !?60 hwjsing 2 atJuH lions. Savannah and Pharaoh, had bent chain link fencing material on the east side of 
the oncleoura ne^r the keeper ^le. The chein link had eherp ends prolrudirtg into the ertdiosure, poking e riek of 
injury to the animals. 


The facility must be conslrueied of stjch material and ol such strenglh as appropriale lor the animals involved. The 
indoor and OLitdoor housing facilities shall tie slructurally sound and shall be maintained in good repair to protect the 
animals from miury and to contain the animals. 


3.127 (a) REPEAT 

FACILITIES, OUTDOOR, 

Several outdoor enclosures housing tigers did rcl have adeofuate shade to protect them Irom direct suniignf 

‘Englooure # 43 housing 3 adult tigers: Lazarus, Diablg, and Twinkle 

'Enclosure #4445 housing 2 ;^ung t»gors: Baxtor and Mavonok 

'Enclosure #46 bousing 2 adult tigers: Kasper and Kodrak 

'Ertclosure #13- hnusirtg 2 adult Ugers: Sumadi and Eragon 

'Enclosure #65 bousing 1 adult tiger: Phoebe, Rayna, and TrInI 

'Enclosure #64 bousing 6 adult tigers: Eva, Natasha, Juanita 

'Enclosure #54 bnusing 2 adult tigers : Orumpy and ^hirkhan 

Inadequate protection from direct sunlight niav load to overheating or discomfort trqm squinting, especially when 
thorn is incr^ssod rnflectiort cl sunlight due to snow. 

.Shelter from sunlight i^ required when overheating or disoamtort ol the animals is likely. 


3.131 W 
SANITATION, 

In the indoor housing facility lor Chip (Binturong) had an excessive number of flies. Also, there was an accumulation 
qf pink, fiberglass inaulalion material underneath the baseboard heating unit pn the west side pf the irxJoor enclosure 
tor this ammal. 

This enclosure has been infested with rodents before and the insulation material may be an indication of rodent 
ectiviiy. 

Flies and rodent pests may carry and transmit diseases to this animal and a more effective method ol monitoring and 
preventing their eccumuletion in primary encloeuree should be implemenled. 
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The licensee shell establish ar>d mairvtain a safe and an efletD^ve pest control pnog^am. 
To bo owreclod by 3.'4'^014. 


Accompanied on the inspection by the Licensee, AC Persont^el, and El Paso County Sheriffs Deputy, Esit interview 
oondueter;! gn site with iha licensee. 
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